gas trucks collided and 
caught fire Feb. 6, 1947, 
The flames took approxi- 
mately half an hour to 
melt the steel girders, and 
the middle of the bridge 
collapsed into the river. 
The bridge was built in 
1926 and cost an estimat- 
ed $250,000 to fix. How- 
ever, steel was hard to 
come by for many years 
followi war, so traf- 
fic eee cae via. Shep- 

rd Road for months be- 


